96       DOCKETED ITEMS

P. Operating license stage documents & correspondence

9003280455 Notification of 900323 meeting w/util in Glen Ellyn.lL to discuss lessons
learned from recent reactor trips.

*   Region 3, Ofc of the Director. 90/03/19. Region 3, Ofc of the Director.  1p.
53602:345-53602:345.

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300195 Advises that 890711 response to Generic Ltr 89-06 re SPDS acceptable.
DIIANNI.D.C. Project Directorate 111-1. 90/04/23. PARKER.T.M. Northern States
Power Co. 3pp. 53655:255-53655:257.

9004300293 Forwards errata to Amends 92 & 85 to Licenses DPR-42 & DPR-
60,respectively.Errata indicates deletion of figures from Tech Specs on index pages.
DIIANNI.D.C. Project Directorate 111-1. 90/04/24. PARKER.T.M. Northern States
Power Co. 3pp. 53664:106-53664:110.

-9004300296 Errata to Amends 92 & 85 to Licenses DPR-42 & DPR-60,
respectivelyjndicating deleted figures from Tech Specs.

*  NRC - No Detailed Affiliation Given. 90/04/24. 2pp. 53664:109-53664:110.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005150170  Forwards errata to Amends 92 & 85 to Licenses DPR-42  &  DPR-
60,respectively,per 900313 Itr.Errata corrects Tech Spec figures.
DIIANNI.D.C.   Project  Directorate  111-1.  90/04/26.  PARKER.T.M.  Northern  States
Power Co. 3pp. 53826:344-53826:348.

-9005150173 Corrected Amends 92 & 85 to Licenses DPR-42 & DPR-60,
respectively,reflecting changes to Tech Spec figures.

*  Project Directorate 111-1. 90/04/26. 2pp. 53826:347-53826:348.

9005150165 Informs that util response to Generic Ltr 89-10, "Safety-Related Motor-Op-
erated Valve Testing & Surveillance." acceptable.

DIIANNI.D.C.  Project Directorate  111-1.  90/05/10.  PARKER.T.M.  Northern  States
Power Co. 4pp. 53826:319-53826:322.

9005090120 Suppi 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005180071 Discusses review of licensee response re programmed enhancements in
Generic Ltr 88-17, "Loss of DHR" at plant.

DIIANNI.D.C.  Project Directorate  111-1.  90/05/14.  PARKER.T.M.  Northern  States
Power Co. 5pp. 53860:232-53860:236.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exarn process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York. Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004270153 Responds to NRC 900319 Itr re violations noted in Insp Repts 50-282/90-
02 & 50-306/90-02.Corrective actions;control rod disconnect switches in Unit 2 re-
turned to engaged position & lift coils energized & locks installed on cabinet doors.
LARSON.C.E. Northern States Power Co. 90/04/18. AXELSON.W.L Region 3. Ofc of
the Director, 3pp. 53634:209-53634:211.

9005110199 Forwards Safety Insp Repts 50-282/90-04 & 50-306/90-04 on 900228-
0409 & notice of violation.

CLAYTON.B. Region 3, Ofc of the Director. 90/04/20. LARSON.C.E. Northern States
Power Co. 2pp. 53796:301-53796:320.

--9005110201 Notice of violation from insp on 900228-0407.Violation noted:removal of
eddy current cable connection flange created opening in ABSVZ & not logged to indi-
cate size, location & date that opening made or closed.
CLAYTON.B. Region 3, Ofc of the Director. 90/04/20. 1p. 53796:303-53796:303.

-9005110203 Insp Repts 50-282/90-04 & 50-306/90-04 on 900228-0409.NO violations
noted.Major areas  inspected:plant operational  safety.maint.surveillance,radiological
protection & industrial safety,
BURGESS.B.L Region 3. Ofc of the Director. 90/04/20. 17pp. 53796:304-53796:320.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027. "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005100097 Submits supplemental info on response time testing of instrumentation/in
response to concerns raised in Insp Repts 50-282/88-12 & 50-306/88-12.No addl
changes to current response time testing program necessary.

LARSON.C.E. Northern States Power Co. 90/04/30. DAVIS.A.B. Region 3, Ofc of the
Director. 5pp. 53789:221-53789:225.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005220092 Responds to NRC 900319 Itr re violations noted in Insp Repts 50-282/89-
29 & 50-306/89-29.Corrective actions:incoming workers will be specifically trained in
fire prevention practices & permanent workers will be reminded at meetings.
LARSON.C.E. Northern States Power Co. 90/05/02. MILLER.HJ. Region 3, Ofc of
the Director. 12pp. 53899:225-53899:236.

9005030007 NRC Info Notice 90-032. "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005150031 Forwards Safety Insp Repts 50-282/90-05 & 50-306/90-05 on 900409-
13.NO violations noted.

GREGER.LR. Region 3, Ofc of the Director. 90/05/03. LARSON.C.E. Northern States
Power Co. 2pp. 53851:105-53851:112.

-9005150033 Insp Repts 50-282/90-05 & 50-306/90-05 on 900409-13.No violations or
deviations noted.Major areas inspected:audits & appraisals.radiation protection pro-
gram during power operation.including changes in organization.ALARA & surveys.
GRANT, W.B., SNELL.W. Region 3. Ofc of the Director. 90/05/02. 6pp. 53851:107-
53851:112.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005140124 Forwards Insp Repts 50-282/90-07 & 50-306/90-07 on 900423-27.No vio-
lations identified.

RING.M.A. Region 3, Ofc of the Director. 90/05/08. LARSON.C.E. Northern States
Power Co. 2pp. 53829:350-53829:355.

-9005140127 Insp Repts 50-282/90-07 & 50-306/90-07 on 900423-27.No violations or
deviations noted.Major areas inspected: licensee const plans & procedures for con-
trolling installation of station blackout/electrical sys upgrade mod.
NEISLER.J.H.,  GARDNER.R.N.   Region  3,  Ofc  of  the   Director.   90/05/07.   4pp.
53829:352-53829:355.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005220084 Responds to NRC 900319 Itr re violations noted in Insp Repts 50-282/89-
29 & 50-306/89-29.Corrective actionsrchanges will be made to review & approval
process for work packages.

LARSON.C.E. Northern States Power Co. 90/05/09. MILLER.HJ. Region 3, Ofc of
the Director. 4pp. 53899:221-53899:224.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005220396 Forwards evaluation of Westinghouse Owners Group bounding analysis re
NRC Bulletin 88-011, "Pressurizer Surge Line Thermal Stratification." Adequate bases
provided to justify continued operation of plant.

LARKINSJ.T. Project Directorate V. 90/05/18. GOERING.G.T. Westinghouse Operat-
ing Plants Owners Group. 10pp. 53902:300-53902:309.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037. "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030160 Forwards "Radiation Environ Monitoring Program Rept 1989."
FEY.F.L Northern States Power Co. 90/04/27. Document Control Branch (Document
Control Desk). 1 p. 53701:174-53701:250.

-9005030162 "Radiation Environ Monitoring Program Rept 1989,"
HUEBNER.LG. Teledyne Isotopes Midwest Laboratory. 89/12/31. 69pp. 53701:175-
53701:250.

9005180176 Monthly operating repts for Apr 1990 for Prairie Island Nuclear Generating
Plant.W/900509 Itr.

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 90/04/30. 9pp. 53860:111-
53860:119.1. Zone ii
